ALLEN&HEATH 



WARNING - HIGH VOLTAGES 



Power Supply Unit (PSU) work should only 
be carried out by qualified personnel. 

We recommend that you use an approved Allen & Heath 
service centre for all power supply work. 

Please contact your local Allen & Heath distributor for more details. 

http://www.allen-heath.com/ 
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PRIMARIES CONNECTED IN SERIES OR PARALLEL 
FOR 100, 110, 120, 220 & 240V AC MAINS INPUTS 

THE 10V PRIMARIES MAY BE REVERSE CONNECTED 
TO ACHIEVE 100V AC MAINS INPUTS. 



APPLICATION REQUIRES EITHER 
21.5V @ 5A OR 18.5V @5A 
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APPROVALS 

TRANSFORMER MUST CONFORM TO ALL RELEVANT EUROPEAN (EN), 
U S (UL) AND CANADIAN (CSA) SAFETY STANDARDS. 



FIXING HOLE DIA. 5mm 
• SOLDER TAG CONNECTIONS 
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1. WINDINGS TO BE IMPREGNATED TO PREVENT MECHANICAL BUZZ/VIBRATION. 

2. TRNASFORMER TO BE MARKED WITH VOLTAGES AND PART NUMBER. 
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